Learn about common- 


collector bipolar 


function transistor 


(BST) transistor 


amplifiers and apply 
this knowledge to 


the circuits that 
you design. 


BIPOLAR JUNCTION TRANSISTOR 
(BJT) amplifiers are still widely 
used in modern electronic cir- 
cuitry. This article focuses on 
practical variations of the com- 
mon-collector or emitter-fol- 
lower amplifier based on dis- 
crete transistors and 
Darlington pairs. Figure. 1 
shows the basic common-col- 
lector amplifier and compares it 
with the common-base and 
common-emitter amplifiers. Ta- 
ble | sums up the performance 
characteristics of these three bi- 
polar amplifiers. 

The fundamentals bipolar of 
transistors were presented last 
month and the specifications of 
two widely available and typical 
discrete devices, the NPN 
2N3904 and the PNP 2N3906 


were given. The 2N3904 is in- 
cluded in most of the sche- 
matics in this article. 

The expression hy, in Table 1, 
known as a hybrid parameter, is 
the common-emitter DC for- 


ward-current gain. It is equal to . 


the collector current divided by 
the base current (hpp = IQ/Ip). 
The value of this variable for the 
2N3904 NPN transistor is typ- 
ically between 100 and 300, but 
in this article it is considered to 
be 200. 

A lot of useful information 
can be gained simply by study- 
ing both Fig. 1 and Table 1. The 
common-collector amplifier 
{also widely known as the emit- 
ter-follower) has its input ap- 
plied between its base and 
collector and its output is taken 
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across its emitter and collector. 
The circuit is also referred to as 
the grounded-collector ampli- 
fier. In practical configurations 
its load resistor is in series with 
its emitter terminal. 

The mathematical deriva- 
tions of the results shown in Ta- 
ble 1 can be found in most basic 
electronics texts. However, for 
the purposes of this article, the 
important characteristics of the 
common-collector/emitter fol- 
lower amplifier to keep in mind 
are: 
® High input impedance 
® Low output impedance 
@ Voltage gain approximately 
equal to unity 
® Current gain approximately 
equal to hp 

By contrast, notice that while 
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FIG. 1—THREE BASIC BIPOLAR tran- 
sistor amplifier configurations. 


the common-emitter and com- 
mon-base amplifiers provide 
high voltage gain they offer only 
low-to medium input imped- 
ance. The applications for these 
circuits are governed by these 
characteristics. 


Digital amplifiers 

Figure 2 is the schematic fora 
simple NPN common-collector/ 
emitter-follower digital ampli- 
fier. The input signal for this cir- 
cuit is a pulse that swings 
between zero volts and the 
positive supply voltage. When 
the input of this circuit is at 
zero volts and the transistor is 
fully cut off, and the amplifier’s 
output is also zero volts—indi- 
cating zero voltage phase shift. 

When an input voltage ex- 
ceeding +600 millivolts (the 
minimum forward bias for 
turn-on) appears across the in- 
put terminals, the transistor 
turns on and current I, flows in 
load resistor R,, generating an 
output voltage across R, . Inher- 
ent negative feedback causes 
the output voltage to assume a 
value that follows the input 
voltage. The output voltage is 


TABLE 1 
CHARACTERISTICS OF THE THREE BASIC TRANSISTOR AMPLIFIERS 


Parameters Common Common Common 
Collector Emitter Base 
= 

Input impedance Zin High Medium Low 
(=hee x R,) (=1.0K) (=40Q) 

Output impedance Zour Very low =Ry =R, 

Voltage gain Ay = High High 

Current gain ' = Nee = 

Cutoff Frequency —_ Medium Low High 

Voltage phase 

shift. _ 180° 0° 


*Vour= ~600mV OR w 


FIG. 2—COMMON- COLLECTOR digital 
amplifier. 


FIG. 3-EFFECT OF CAPACITOR Cs on 
output pulses. 
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FIG. 4—EMITTER-FOLLOWER RELAY 
driver. 


equal to the input voltage 
minus the voltage drop across 
the base-emitter junction | (~ 
600 millivolts). 

In the Fig. 2 schematic, the 
input (base) current is calcu- 
lated as: 

Ig = 1/Dpe 


Because the circuit can havea 
maximum voltage gain of one, it 
presents an input impedance 
calculated as: 

Zw = Ry X Ape 

Inserting the values shown in 
Fig. 2 yields: Z,, = 3300 ohms 
x 200 = 660,000 ohms 

The circuit has an output im- 
pedance that approximately 
equals the value of the input 
signal source impedance (Rg) 
divided by the h,, value of the 
transistor. 

Because the circuit shown in 
Fig. 3 exhibits all of the com- 
mon-collector amplifier charac- 
teristics previously discussed, it 
behaves like a unity-gain buffer 
circuit. If high-frequency 
pulses are introduced at its in- 
put, the trailing edge of the out- 
put pulse will show the time 
constant decay curve shown in 
Fig. 3. This response is caused 
by stray capacitance Cg (repre- 
sented by dotted lines) interact- 
ing with the circuit's load 
resistance. 

When the leading edge of the 
input pulse switches high, Q1 
switches on and rapidly sources 
or feeds a charge current to 
stray capacitance Cy, thus pro- 
ducing an output pulse with a 
sharp leading edge. However, 
when the trailing edge of the in- 
put pulse goes low, Q1 switches 
off and effective capacitor Cg is 
unable to discharge or sink 
through the transistor. 

However, C, can discharge 
through load resistor R,. That 
discharge will follow an expo- 
nential decay curve with the 
time to discharge to the 37 % 
level equal to the product of C, 
and R,. 


Relay drivers 
The basic digital or switching 


+12" outpury—2 


FIG. 5—PNP VERSION OF EMITTER-fol- 
lower relay driver. 


FIG. 6—NPN DARLINGTON EMITTER- 
follower relay driver. 


‘FIG. 7—DELAYED SWITCH-ON relay 
driver. 


circuit of Fig. 2 can be put to 
work driving a wide variety of 
resistive loads such as incan- 
descent filament lamps, LEDs 
or resistors. If the circuit is to 
drive an inductive loads such as 
a coil, transformer, motor, or 
speaker, a diode must be in- 
cluded to limit an input-voltage 
surge that could destroy the 
transistor when the switch is 
closed. 

The schematic in Fig. 4 is a 
modification of Fig. 3 with with 
the addition of diode D1 across 
the load, in this case a relay coil, 
and switch S1 in the coliector- 
base circuit. It can act in either 


the latching or non-latching 
modes. The relay to be actuated 
either by the input pulse or 
switch S1. 

Relay RY1's contacts close and 
are available for switching ei- 
ther when a pulse with an am- 
plitude equal to the supply 
voltage is introduced or S1 is 
closed. The relay contacts open 
when the input pulse falls to 
zero or S1 is opened. 

Protective diode D1 damps re- 
lay RY1's switch-off voltage sur- 
ge by preventing that voltage 
from swinging below the zero- 
volt supply level. Optional diode 
D2 can also be included to pre- 
vent this voltage from rising 
above the positive power supply 
value. The addition of normally 
open relay 2 (RY2) makes the 
circuit self-latching. 

Figure 5 shows a same relay 
driver circuit organized for an 
PNP transistor. Again, the relay 
can be turned on either by clos- 
ing S1 or by applying the input 
pulse as shown. 

Both the circuits shown in 
Figs. 4 and 5 increase the relay’s 
sensitivity by a factor of about 
200 (the hp, value of Q1). Con- 
sider a relay requires an activat- 
ing current of 100 milliamperes 
and has a coil resistance of 120 
ohms. The effective input im- 
pedance of the circuit (Z;,) will 
be: 

Zw = Ry XDpe = 120 x 200 = 
24,000 ohms 

Only an input operating current 
of 200 of 100 milliamperes or 0.5 
milliamperes is required. 

Circuit sensitivity can be fur- 
ther increased by replacing 
transistor Qi with the 
Darlington transistor pair of Q1 
and Q2, as shown in Fig. 6. This 


circuit presents an input im-° 


pedance of about 1 megohm and 
requires an input operating cur- 
rent of about 12 microamperes. 
Capacitor Cl protects the cir- 
cuit from false triggering by 
high-impedance transient volt- 
ages, such as those induced by 
lightning or electromagnetic in- 
terference. 

The benefits of the Darlington 
pair are readily apparent in re- 
lay-driving circuits that require 
time delay, such as those shown 
in Figs. 7 and 8. In those cir- 
cuits, the voltage divider 


formed by resistor Rl and ca- 
pacitor Cl generates a wave- 
form that rises or falls exponen- 
tially. 

That waveform is fed to the 
relay coil through the high-im- 
pedance Q1-Q2 voltage-follow- 
ing Darlington buffer. The 
circuit forces-the relay to 
change state at some specified 
delay time after the supply volt- 
age is applied. With the 120 K 
resistor Rl shown in both Figs. 


FIG. 8—AUTOMATIC TURN-OFF time- 
delay circuit. 


+12 TO +25V 


FIG. 9-CONSTANT-CURRENT gener- 
ator provides 5-milliamperes. 
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FiG. 10—-GROUND-REFERENCED varia- 
bie constani-current generator (1 to 10 
milliamperes). 
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FIG. 11—PRECISION CONSTANT-cur- 
rent generator. 
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FIG. 12—THERMALLY STABILIZED con- 
stant-current generator with a LED volt- 
age reference. 
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FIG. 13—SIMPLE EMITTER-FOLLOWER. 


7 and 8, operating delays will be 
about 0.1 second per micro- 
farad of capacitor value. For ex- 
ample, if Cl equals 100 micro- 
farads, the time delay will be 10 
seconds. 

In the Fig. 7 circuit, consider 
that Cl is fully discharged so 
that the R1-Cl junction is at 
zero volts and relay RY1 is off 
(contacts open) when the power 
supply is connected. Capacitor 
C1 then charges exponentially 


through R1, and the increasing 
voltage is fed to the relay circuit 
through Darlington pair Qi and 
Q2. That causes relay RY1's con- 
tacts to close after a time delay 
determined by the product of R1 
andCl.  — 

Consider that capacitor Cl in 
the Fig. 8 circuit is also fully 
discharged when the power 
supply is connected. The junc- 
tion of Rl and Cl is initially at 
the supply voltage, and the relay 
contact close at that moment. 
Capacitor Cl then charges ex- 
ponentially through R1, and the 
decaying voltage at the R1-Cl 
junction appears across the coil 
of relay RY1. The contacts of RY1 
open after the delay determined 
by R1 and C1 times out. 


Constant-current generators 

A BJT can serve as a con- 
stant-current generator if it is 
connected in the common-col- 
lector topology and the power 
supply and collector terminals 
function as a constant-current 
path, as shown in Fig 9. The 
1000-ohm resistor R2 is the 
emitter load. The series com- 
bination of resistor R1 and 
zener diode D1 applies a fixed 
5.6-volt reference to the base of 
Ql. 

There is a 600-millivolt base- 
to-emitter drop across Q1, so 5 
volts is developed across emitter 
resistor R2. As a result, a fixed 
current of 5 milliamperes flows 
through this resistor from Q1's 
emitter. 

Because of a BJT'’s charac- 
teristics, emitter and collector 
currents are nearly identical. 
This means that a 5- milliam- 
pere current also flows in any 
load that is connected between 
Ql’s collector and the circuitss 
positive supply. This will occur 
regardless of the load’s resis- 
tance value—provided that the 
value is not so large that it driv- 
es Q1 into saturation. There- 
fore, these two points are 
constant-current source termi- 
nals. 

Based on the previous discus- 
sion, it can be seen that con- 
stant-current magnitude is de- 
termined by the values of the 
base reference voltage and emit- 
ter load resistor R2. Con- 
sequently, the value of the 


current can be changed by vary- 
ing either of these parameters. 
The Fig. 10 circuit takes this 
concept a step further. It can be 
seen, for example, that the cir- 
cuit of Fig. 9 was inverted to 
give a ground-referenced, con- 
stant-current output. Adjust- 
ment of trimmer potentiometer 
R3 provides a current range of 
from 1 toabout 10 milliamperes. 
The most important feature 
of the constant-current circuit 
is its high dynamic output im- 
pedance—typically hundreds of 
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FIG. 15—BOOTSTRAPPED EMITTER- 
follower. 


“A445 10-420 


Cs 
22uF 
at 
oe 
INPUT 3.3K @ OUTPUT. 
° —O 


FIG. 16—BOOTSTRAPPED Darlington 
emitter-follower. ; 
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FIG. 17—BOOTSTRAPPED complemen- 
tary feedback pair. 
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FIG. 16--COMPLENMENTARY EMITTER- 
follower with a split power supply and 
direct-coupled output load. 
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FIG. 1S—COMPLEMENTARY EMITTER- 
follower with a single-ended suppiy and 
AC-coupied outpui load. 


kilohms. The precise magni- 
tude of constant current is usu- 
aliy unimportant in practical 
circuits. The circuits shown in 
Figs. 10 and 11 will work satis- 
factorily in many practical ap- 
plications. 

if more precise current gener- 
ation is required, the charac- 
teristics of the reference volt- 
ages of these circuits can be 
improved to eliminate the 
elfects of power source varia- 


tions and temperature changes. 

A simple way to improve the 
circuits in Figs. 9 and 10 is 
shown in Fig. 11. Resistor RI in 
both circuits can be replaced 
with a 5-milliampere constant- 
current generator. (The symbol 
for a constant-current gener- 
ator is a pair of overlapping cir- 
cles.) With a constant-current 
generator installed, the current 
through zener diode D1 and the 
voltage across it is independent 
of variations in the supply volt- 
age. 

True high precision can be ob- 
tained if the industry standard 
reference zener diode D1 is re- 
placed with one having a tem- 
perature coefficient of 2 milli- 
volts/°C to match the base-to- 
emitter temperature coefficient 
of transistor Ql. However, if a 
zener diode with those charac- 
teristics cannot be located, sat- 
isfactory results can be ob- 
tained by substituting a for- 
ward-biased light-emitting di- 
ode, as shown in Fig 12. 

The voltage drop across LED] 
is about 2 volts, so only about 
1.4 volts appears across emitter 
resistor R1. If the value of R1 is 
reduced from 1000 to 270 
ohms, the constant-current 
output level can be maintained 
at 5 milliamperes. 


Analog amplifiers 
The common-collector/emit- 
ter-follower amplifier can ampli- 
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FIG. 20—DARLINGTON complementary 
emitter-follower with “amplified diode” 
biasing from transistor Q5. 


fy AC-coupled analog signals 
linearly if the transistors base 
is biased to a quiescent value of 
about half the supply voitage. 
This permits maximum signal 
swings without distortion due 
to clipping. As shown in Figs. 13 
and 14, the analog signals are 
AC-coupled to the base with ca- 
pacitor Cl, and the output sig- 
nal is taken from the emitter 
through capacitor C2. 

Figure 13 shows the simplest 
analog common-collector/ emit- 
ter-follower circuit. Transistor 
Q1 is biased by resistor R1 con- 
nected between the voltage 
source and base. The value of 
resistor Rl must be equal to the 
input resistance R,, of the emit- 
ter-follower stage to obtain half- 
supply biasing. Input resis- 
tance R,, (and thus the nominal 
R1 value) equals the 4.7 K value 
of R2 multiplied by the hy, val- 
ue of the Q1. In this circuit: 


R, = 200x4700 =~ lmegohm 


Aslightly more elaborate bias- 
ing method is shown in Fig. 14. 
However, its biasing level is in- 
dependent of variations in tran- 
sistor Q1's hy, value. Resistors 
Rl and R2 function as a voltage 
divider that applies a quiescent 
half-supply voltage to Q1's base. 
Ideally, the value of R1 should 
equal the value of R2 in paraliel 
with R,,y. However, the circuit 
works quite well if resistor R1 
has a low value with respect to 
Ry. and resistor R2 is slightly 
larger than RI. 

In the circuits shown in Figs. 
13, and 14, the input imped- 
ance looking directly into the 
base of transistor Q1 equals hp, 
X Zioaa Where Z,,,4 is equal to 
the combined parallel imped- 


~ ance of R2 and any external load 


Z, that is connected to the out- 
put. 

In these circuits, the base im- 
pedance value is about 1 
megohm when Z,. is infinite. In 
practical circuits. the input im- 
pedance of the complete emit- 
ter-follower circuit equals the 
combined parallel impedance of 
the base and bias network. The 
circuit shown in Fig. 13 has an 
input impedance of about 500 
kilohms, and the circuit shown 

Continued on page 83 
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in Fig. 14 has an input imped- 
ance of about 50 kilohms. 

Both the Fig. 13 and 14 cir- 
cuits offer a voltage gain that is 
slightly less than unity; the true 
gain is given by: 
Ay = Zigag(Z_ +Z load) 
Where Z, = 25/1, ohms and I, 
is the emitter current in milli- 
amperes 

With an operating current of 1 
milliampere, these circuits pro- 
vide voltage gains of 0.995 
when the Z,,.,g = 4.7 kilohms, 
or 0.975 when the load = 1.0 
kilohm. The significance of 
these gain figures will be dis- 
cussed shortly. 


Bootstrapping 

The relatively low input im- 
pedance of the circuit in Fig. 14 
circuit can be increased signifi- 
cantly by bootstrapping as illus- 
trated in Fig.15. The 47-kilohm 
resistor R3 is located between 
the Ri-R2 biasing network 
junction and the base of tran- 
sistor Q1, and the input signal 
is fed to Ql's base through ca- 
pacitor Cl. 

Notice, however, that Q1's out- 
put signal is fed back to the R1- 
R2 junction through C2, so that 
almost ideritical signal voltages 
appear at both ends of R3. Con- 
sequently, very little signal cur- 
rent flows in R3. The input sig- 
nal “sees” far greater impedance 
than the true resistance value. 

To make this point clearer, 
consider that the emitter-fol- 
lower circuit in Fig 15. has a 
precise voltage gain of unity. In 
this condition, identical signal 
voltages would appear at the 
two ends of R3, so no signal cur- 
rent would flow in this resistor, 
making it “appear” to be an infi- 
nite impedance. The input im- 
pedance of the circuit would 
“appear” to equal R,y, or 1 
megohm. 

Practical emitter-follower cir- 
cuits provide a voltage gain that 
is slightly less than unity. The 
precise gain that determines 
the resistor amplification fac- 
tor, or Ap, of the circuit is: 

Ap = 11 —Ay). 
. For example, if circuit gain is 


0.995 (as in Fig. 13), then A, is 
200 and the R3 impedance is 
almost 10 megohms. By con- 
trast, if ACsvV = 0.975, A, is 
only 40 and the R3 impedance 
is almost 2 megohms. This im- 
pedance is effectively in parallel 
with R,y so, in the first example, 
the complete Fig. 15 circuit ex- 
hibits an input impedance of 
about 900 kilohms. 

The input impedance of the 
circuit in Fig. 16 circuit can be 
further increased by substitut- 
ing a520Darlington pair for Q1 
and increasing the value of R3, 
as shown in Fig 16. This modi- 
fication gives a measured input 
impedance of about 3.3 
megohms. 

Alternatively, even greater in- 
put impedance can be obtained 
with a bootstrapped comple- 
mentary-feedback pair” circuit 
as shown in Fig. 18; it offers an 
input impedance of about 10 
megohms. In this instance, Q1 
and Q2 are both connected as 
common-emitter amplifiers but 
they operate with nearly 100% 
negative feedback. As a result, 
they provide an overall voltage 
gain that is almost exactly one. 
This transistor pair behaves 
like a near-perfect Darlington 
emitter-follower. 


Emitter-followers 

Recall from the previous arti- 
cle on bipolar transistors, Elec- 
tronics Now in September 
1993, a standard NPN emitter- 
follower can source current but 
cannot sink it. By contrast, an 
PNP emitter-follower can sink 
current but cannot source it. 
This means that these circuits 
can only handle unidirectional 
output currents. 


A bidirectional emitter-fol-, 


lower (that can source or sink 
currents with equal ease)-has 
many applications. This re- 
sponse can be obtained with a 
complementary emitter-fol- 
lower topology— NPN and PNP 
emitter followers are effectively 
connected in series. Figures 18 
to 20 illustrate some basic 
bidirectional emitter-follower 
circuits. 

The circuit in Fig. 18 circuit 
has a dual or “split” power sup- 
ply, and has its output is direct- 
coupled to a grounded load. The 


series-connected NPN and PNP 
transistors are biased at a 
quiescent “ zero volts” value 
through the voltage divider 
formed with resistors Rl and R2 
and diodes D1 and D2. Each 
transistor is forward biased 
slightly with silicon diodes D1 
and D2. Those diodes have 
characteristics that are similar 
to those of the transistor base- 
emitter junctions. 

Capacitor C2 assures that 
identical input signals are ap- 
plied to each transistor base, 
and emitter resistors R3 and R4 
protect the transistor against 
excessive output currents. 

Transistor Ql in Fig. 18 
sources current into the load 
when the input goes positive, 
and transistor Q2 sinks load 
current when the input goes 
negative. Notice that input ca- 
pacitor Cl is nen-polarized. 

Figure 19 shows an alter- 
native to the circuit of Fig. 18 
designed for operation from a 
single-ended power supply and 
an AC-coupled output load. In 
this circuit, input capacitor Cl 
is polarized. 

Notice that output tran- 
sistors Ql and Q2 in Figs. 18 
and 19 are slightly forward bi- 
ased by silicon diodes D1 and 
D2 to eliminate crossover dis- 
tortion problems. One diode is 
provided for each transistor. 

If these circuits are modified 
by substituting Darlington 
pairs, four biasing diodes will 
be required. In those versions, a 
single transistor “amplifier di- 
ode” stage replaces the four di- 
odes, as shown in Fig 20. 

The collector-to-emitter volt- 
age of Q5 in Fig. 20 equals the 
base-to-emitter voltage drop 
oacross Q5 (~ 600 millivolts) 
multiplied by (R3+R4)/R4. 
Thus, if trimmer potentiometer 
R3 is set to zero ohms, about 
600 millivolts are developed 
across Q5, which then behaves 
as a silicon diode. However, ifR3 
is set to its maximum value of 
47 kilohms, about 3.6 volts is 
developed across Q5, which 
then behaves like six series- 
connected silicon diodes. Trim- 
mer R3 can set the voltage drop 
across Q5 precisely as well as 
adjust the quiescent current 
values of the Q2-Q3 stage. 2 
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